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BPD- 2100-61 
4 April 1961 


M£J40RAUDUM FOR: Chief , Systems Branch, T3D 

THROUGH j A/CB/BPB 

SUBJECT ; Contract Ho. WE- 1000 

Westinghouse Progress Report 
for period 16 February - 
15 March 196I 


1. Forwarded herewith are two (2) copies of the subject report 
and two (2) copies of Weapons Systems Technical Memo #210 dealing 
with stability requirements for a side-looking doppler radar. 

2. These eopies are for your information and file. 
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